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ommended against proceeding v/ith the major construction 
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June 21, 1977 


Henningson, Durhaia, & Richardson 

5454 Wisconsin Avenue 

Chevy Chase, Maryland 20015 

Attention: Mr. James 2. Shea, P.2. 

Vice President 

Subject: Project #50114 

Waste Energy Recovery Study 
Our File #BAL 77-4-29 

Dear Mr. Shea: 

With reference to your letter of June 14, 1977 we have received 
your material, and are making initial observations. 

We will be advising you very shortly as to a firm schedule for 
witness testing. 


Very Truly Yours, 
VIBRANETICS, INC. 



V. C. Plummer 

Senior Project Engineer 


VCP/jjm 

cc: Nat Eckhardt. - Baltimore 
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